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OVERVIEW 

• Official  Area  Name:  Upper  Mississippi  Conservation  Area,  #6131 

• Year  of  Initial  Acquisition:  This  land  is  held  under  a “General  Plans”  lease  agreement 
signed  in  1954  with  the  U.S.  Fish  and  Wildlife  Service. 

• Acreage:  14,907  acres 

• Counties:  Lewis,  Marion,  Ralls,  Saint  Charles,  Lincoln,  Pike 

• Division  with  Administrative  Responsibility:  Wildlife 

• Divisions  with  Maintenance  Responsibility:  Wildlife,  Forestry 

• Statements  of  Purpose: 

A.  Strategic  Direction 

The  Upper  Mississippi  Conservation  Area  (CA)  consists  of  87  scattered  tracts  adjacent  to 
the  Mississippi  River  and  some  river  islands.  The  area  is  managed  for  wildlife, 
bottomland  forest  and  wetland  resources  with  emphasis  on  wetland  species  and 
compatible  recreational  opportunities. 

B.  Desired  Future  Condition 

The  desired  future  condition  of  Upper  Mississippi  CA  is  a healthy  wetland  and  forest 
complex. 

C.  Federal  Aid  Statement 

N/A 


GENERAL  INFORMATION  AND  CONDITIONS 

I.  Special  Considerations 

A.  Priority  Areas:  Confluence  Conservation  Opportunity  Area,  Upper  Mississippi  - 
Leach  Terrestrial  Conservation  Opportunity  Area,  Upper  Mississippi  - Shanks 
Terrestrial  Conservation  Opportunity  Area 

B.  Natural  Areas:  Westport  Island  Natural  Area,  which  consists  of  wet  and  wet- 
mesic  bottomland  forest,  shrub  swamp,  and  riverine  sloughs. 


II. 


Important  Natural  Features  and  Resources 

A.  Species  of  Conservation  Concern:  Species  of  Conservation  Concern  are  known 
from  this  area.  Area  Managers  should  consult  the  Natural  Heritage  Database 
annually  and  review  all  management  activities  with  the  Natural  History  Biologist. 

B.  Caves:  None 


C.  Springs:  None 

D.  Other:  Occurs  in  the  Mississippi  River  Alluvial  Plains  Subsection.  This  land  type 
association  consists  of  alluvial  plains  and  channel  of  the  Mississippi  River 
adjacent  to  the  Central  Dissected  Till  Plains  of  northeastern  Missouri. 
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Historically,  bottomland  prairie,  marshes,  bottomland  forests,  and  riverfront  forest 
dominated  (Nigh  & Schroeder,  2002). 

III.  Existing  Infrastructure 

• 2 parking  lots 

• 2 boat  ramps 

• 2 privies 

• 4 water  control  structures 

• 2 boat  pullovers 

• Electric  pump  station  that  includes  a sump  pump 

• Tower  that  houses  the  electrical  controls 

• 5 water  control  structures 

• Concrete/metal  bridge 

• 90- 1 00  waterfowl  hunting  blinds 

IV.  Area  Restrictions  or  Limitations 

A.  Deed  Restrictions  or  Ownership  Considerations:  Upper  Mississippi  CA  lands 
are  owned  by  the  U.S.  Army  Corps  of  Engineers  (USACE)  and  leased  to  the 
Missouri  Department  of  Conservation  (the  Department)  by  the  U.S.  Fish  and 
Wildlife  Service  (USFWS).  The  USACE  maintains  the  forestry  habitat  on  the 
Upper  Mississippi  CA. 

B.  Federal  Interest:  Federal  funds  may  be  used  in  the  management  of  this  land.  Fish 
and  wildlife  agencies  may  not  allow  recreational  activities  and  related  facilities 
that  would  interfere  with  the  purpose  for  which  the  State  is  managing  the  land. 
Other  uses  may  be  acceptable  and  must  be  assessed  in  each  specific  situation. 

C.  Easements:  Fabius  Island-  Ameren  power  line  easement,  Blackburn  Island- 
Rockies  Express  pipeline  easement 

D.  Cultural  Resources  Findings:  Yes,  records  kept  with  the  Department 
Environmental  Compliance  Specialist.  Managers  should  follow  Best  Management 
Practices  for  Cultural  Resources  found  in  the  Department  Resource  Policy 
Manual. 

E.  Hazards  and  Hazardous  Materials:  None  observed. 

F.  Endangered  Species:  Endangered  Species  are  known  from  this  area.  Area 
Managers  should  consult  the  Natural  Heritage  Database  annually  and  review  all 
management  activities  with  the  Natural  History  Biologist. 

G.  Boundary  Issues:  Dresser  Island  and  West  Alton  areas  of  Pool  26  have  some 
boundary  issues.  Currently  most  of  these  areas  have  been  replanted  with  trees  and 
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are  being  monitored  by  the  Department  and  USACE  staff  for  any  additional 
issues. 

H.  Other:  General  Plans  Cooperative  Agreements  between  the  USACE  and  the 
USFWS;  and  between  the  USFWS  and  the  Missouri  Conservation  Commission 
are  attached. 

MANAGEMENT  CONSIDERATIONS 

V.  Terrestrial  Resource  Management  Considerations 


Upper  Mississippi  CA  contains  approximately  10,435  acres  of  forest,  2,385  acres  of  old 
field  and  2,087  acres  of  wetlands.  The  three  managed  wetland  units  total  1,275  acres: 
Clarksville  Refuge  (120  acres),  Bay  Island  (305  acres)  and  Dresser  Island  (850  acres). 

Challenges  and  Opportunities: 

1)  Work  with  federal  agencies  (USACE,  USFWS)  to  manage  the  forest  community. 
Manage  bottomland  hardwood  regeneration/recruitment  in  stands  currently 
dominated  by  bottomland  hardwoods  (e.g.,  oaks,  hickories,  and  pecan). 

2)  Wetland  water  levels  are  closely  tied  to  the  Mississippi  River  elevation,  making 
moist  soil  management  and  soil  disturbance  difficult. 

3)  Control  invasive  species. 

Management  Objective  1:  Manage  forestry  resources. 

Strategy  1:  The  USACE  retains  responsibility  for  management  of  forest 
resources  on  Upper  Mississippi  CA.  The  development  of  USACE  forest 
management  plans  are  coordinated  with  the  Department  and  the  USFWS  for  input 
and  review  to  ensure  compatibility,  as  defined  by  the  Forest  Cover  Act,  and 
compliance  with  other  federal  guidance  with  wildlife  use  of  the  project. 

Strategy  2:  Evaluate  existing  bottomland  hardwood  stands,  especially  on 
Westport  Island  Natural  Area,  for  current  ecological  health,  including  canopy  tree 
regeneration/recruitment  status.  Work  with  USACE  forestry  staff  on  this  strategy. 
(Wildlife) 

Management  Objective  2:  Manage  Clarksville  Refuge  as  an  opportunistic  marsh. 
Strategy  1:  Determine  water  levels  by  the  river  level.  (Wildlife) 

Strategy  2:  Control  invasive  plant  species  by  mechanical  methods  and  herbicide 
application.  (Wildlife) 

Management  Objective  3:  Manage  Dresser  and  Westport  Islands  as  an  opportunistic 
marsh. 

Strategy  1:  Determine  water  levels  by  the  river  level.  (Wildlife) 
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Strategy  3:  Assess  the  breeding  bird  community  of  Westport  Island  Natural  Area, 
especially  priority  bottomland  forest  bird  species  (e.g.,  cerulean  warbler,  and 
prothonotary  warbler).  (Wildlife) 

Strategy  2:  Control  invasive  plant  species  by  mechanical  methods  and  herbicide 
application.  (Wildlife) 

Management  Objective  4:  Manage  wetland  units  on  Bay  Island. 

Strategy  1:  Encourage  diverse  natural  wetland  plant  communities  (that  provide 
accessible  food  resources  for  migratory  waterfowl)  by  annually  manipulating 
drawdowns  and  pumping  at  the  two  Bay  Island  wetland  units. 

Aquatic  Resource  Management  Considerations 

The  Upper  Mississippi  CA  consists  of  134  linear  miles  of  the  Mississippi  River.  Aquatic 
habitat  includes  the  river’s  mainstem,  as  well  as  a variety  of  sloughs  and  side  channels. 

Challenges  and  Opportunities: 

1)  Aquatic  habitat  in  the  Upper  Mississippi  CA  is  diminishing  in  quality  due  to 
sedimentation  of  off-channel  areas. 

Management  Objective  1:  Maintain  and/or  improve  aquatic  habitat. 

Strategy  1:  Continue  to  work  with  the  US  ACE  through  the  Environmental 
Management  Program  to  maintain  and/or  improve  aquatic  habitat  through  the  use 
of  scouring  structures,  dredging,  vegetative  plantings,  environmental  pool 
management,  and  other  means.  (Fisheries) 

Strategy  2:  Continue  to  work  with  the  US  ACE  to  select  appropriate  dredge 
placement  locations  to  minimize  impacts  on  aquatic  habitat.  (Fisheries) 

Strategy  3:  Continue  to  work  with  the  US  ACE  to  provide  input  regarding 
maintenance  and/or  installation  of  navigation  structures  and  their  effects  on 
aquatic  habitat.  (Fisheries) 

Strategy  4:  Serve  on  the  River  Resources  Action  Team  to  assist  with 
prioritization  of  aquatic  habitat  projects  within  the  boundaries  of  the  Upper 
Mississippi  CA.  (Fisheries) 

Public  Use  Management  Considerations 


Challenges  and  Opportunities: 

1)  Provide  for  hunting,  fishing,  and  viewing  opportunities. 

2)  Administer  the  Upper  Mississippi  River  Waterfowl  Blind  program. 
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3)  Ensure  the  areas  are  kept  safe  and  attractive  for  area  users  while  ensuring 
compliance  with  the  Wildlife  Code  of  Missouri. 

Management  Objective  1:  Provide  public  hunting,  fishing,  and  viewing  opportunities. 
Strategy  1:  Conduct  annual  management  activities  including  but  not  limited  to 
prescribed  burning  and  invasive  species  control  that  provide  habitat  for  a diversity 
of  species.  (Wildlife) 

Strategy  2:  Maintain  boat  access  to  the  Mississippi  River  for  hunting  and  fishing 
activities.  (D&D) 

Strategy  3:  Annually  flood  two  wetland  units  on  Bay  Island  to  provide  305  acres 
of  flooded  wetland  habitat.  (Wildlife) 

Management  Objective  2:  Conduct  a biennial  drawing  for  the  Mississippi  River 
waterfowl  blinds  on  the  restricted  portions  of  Pools  24,  25  and  26. 

Strategy  1:  Communicate  to  the  public  the  biennial  drawing  process  for 
Mississippi  River  Waterfowl  Blinds.  (Wildlife) 

Strategy  2:  The  Mississippi  River  Waterfowl  Blind  Committee  will  annually 
review  rules  related  to  waterfowl  blinds  and  update  the  information  in  the  Upper 
Mississippi  CA  Waterfowl  Hunting  Information  Brochure,  as  needed.  (Wildlife) 

Management  Objective  3:  Ensure  the  areas  are  kept  safe  and  attractive  for  area  users 
while  ensuring  compliance  with  the  Wildlife  Code. 

Strategy  1:  Conservation  Agents  will  patrol  the  areas  to  ensure  compliance  with 
the  Wildlife  Code  and  to  assist  in  keeping  the  area  safe  and  attractive  for  area 
users.  (Protection) 

VIII.  Administrative  Considerations 


Challenges  and  Opportunities: 

1)  Maintain  area  infrastructure  at  current  levels. 

2)  The  Department  will  ensure  compliance  with  all  federal  reporting  requirements. 

Management  Objective  1:  Maintain  area  infrastructure  at  current  levels. 

Strategy  1:  Maintain  area  infrastructure  in  accordance  with  Department 
guidelines.  (Wildlife) 

Management  Objective  2:  The  Department  will  provide  the  USFWS  a brief  written 
summation  of  the  prior  year’s  management  activities  and  relevant  issues  by  March  1 of 
each  year. 
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Strategy  1:  The  report  will  address  future  plans  for  capital  improvements  and 

address  the  following  topics:  (Wildlife) 

(a)  Boundary  management  problems,  including  actions  to  address  trespass  or 
unauthorized  uses. 

(b)  Report  of  completed  construction  and  improvements,  including  project  costs. 

(c)  Report  of  planned  future  construction,  as  approved  in  existing  management 
plans,  or  identified  in  new  planning  efforts. 

(d)  Cropland  acreage  utilized,  amount  of  crop  that  was  deemed  excess  to  wildlife 
management  needs  including  amount  of  receipts  for  sale  of  such  crops,  and 
amount  and  nature  of  expenditures  derived  from  surplus  crop  funds. 

(e)  Any  changes  to  State  and  Federal  regulations  that  affect  agency 
responsibilities  for  these  lands  and  waters. 

(f)  Any  problems  or  opportunities  relating  to  General  Plan  and  water 
management  for  interagency  coordination  or  consideration. 

MANAGEMENT  TIMETABLE 

All  strategies  for  this  management  plan  are  considered  ongoing. 
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APPENDICES 

Area  Background: 

The  Upper  Mississippi  Conservation  Area  is  rich  in  wildlife  and  habitat  diversity.  The  area 
stretches  from  the  Melvin  Price  Lock  and  Dam  at  Alton,  Illinois,  to  LaGrange,  Missouri.  It 
includes  87  tracts  of  federal  lands,  totaling  nearly  15,000  acres.  It  is  managed  under  a 
cooperative  agreement  between  the  U.S.  Fish  and  Wildlife  Service  and  the  U.S.  Army  Corps  of 
Engineers. 

Years  of  silt  accumulation  has  diminished  the  productivity  of  this  wetland  area  and  reduced  the 
number  of  wetland  habitats.  In  an  effort  to  balance  navigation  needs  and  the  need  for  wildlife 
habitat,  Congress  authorized  the  Environmental  Management  Program  in  1986.  This  federal 
program  is  designed  to  protect  the  resources  and  guide  future  river  management.  One  of  the 
elements  of  this  program  was  the  construction  of  Habitat  Rehabilitation  and  Enhancement 
Projects.  Water  regulation  is  now  possible,  depending  on  river  elevations,  allowing  for  further 
improvements  in  fish  and  wildlife  habitat.  Many  people  visit  the  riverine  area  to  enjoy  the 
outdoors,  hunt  and  hike  on  the  new  sediment  deflection  levee  or  fish  below  the  water  control 
structures. 

Current  Land  and  Water  Types: 


Land/Water  Type 

Acres 

Feet 

% of  Area 

Forest  and  Woodland 

10,435 

70 

Old  field 

2,385 

16 

Wetlands 

2,087 

14 

Total 

14,907 

100 

Island  Stream  Frontage 

813,028 

References: 

Nigh,  T.  A.,  & Schroeder,  W.  A..  (2002).  Atlas  of  Missouri  ecoregions.  Missouri:  Missouri 
Department  of  Conservation. 


Maps: 

Figure  1: 
Figure  2: 
Figure  3: 
Figure  4: 
Figure  5, 
Figure  6: 
Figure  7: 
Figure  8: 


Upper  Mississippi  CA  Map 

Area  Map,  Pool  21  (Cottonwood  and  Poage  Islands) 
Area  Map,  Pool  22  (Whitney  and  Bay  Islands) 

Area  Map,  Pool  24  (Gilbert  and  Fritz  Islands) 

Area  Map,  Pool  24  (Pharrs  Island) 

Area  Map,  Pool  25  (Mozier  to  Sterling  Islands) 

Area  Map,  Pool  25  (Stag  Island  Group) 

Area  Map,  Pool  26  (Bolter  and  Dardenne  Islands) 
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Figure  9:  Area  Map,  Pool  26  (Mason  Island) 

Figure  10:  Area  Map,  Pool  26  (Dresser/West  Alton) 

Figure  1 1 : Westport  Island  Natural  Area  (Pool  25) 

Figure  12:  Ameren  Power  Line  Easement  - Fabius  Island 
Figure  13:  Rockies  Express  Pipeline  Easement  - Blackburn  Island 

Additional  Appendices: 

Appendix  1:  General  Plans  Cooperative  Agreement  between  the  USACE  and  the  USFWS 
Appendix  2:  General  Plans  Cooperative  Agreement  between  the  USFWS  and  the  Missouri 
Conservation  Commission 
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Figure  1:  Upper  Mississippi  CA  Map 
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Figure  2:  Area  Map,  Pool  21  (Cottonwood  and  Poage  Islands) 
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Figure  3:  Area  Map,  Pool  22  (Whitney  and  Bay  Islands) 
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Figure  4:  Area  Map,  Pool  24  (Gilbert  and  Fritz  Islands) 
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Figure  5:  Area  Map,  Pool  24  (Pharrs  Island) 
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Figure  6:  Area  Map,  Pool  25  (Mozier  to  Sterling  Islands) 
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Figure  7:  Area  Map,  Pool  25  (Stag  Island  Group) 
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Figure  8:  Area  Map,  Pool  26  (Bolter  and  Dardenne  Islands) 
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Figure  9:  Area  Map,  Pool  26  (Mason  Island) 
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Figure  10:  Area  Map,  Pool  26  (Dresser/West  Alton) 
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Figure  11:  Westport  Natural  Area 
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Figure  12:  Ameren  Power  Line  Easement  - Fabius  Island 
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Figure  13:  Rockies  Express  Pipeline  Easement  - Blackburn  Island 
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Appendix  1:  General  Plans  Cooperative  Agreement  between  the  USACE  and  the  USFWS 


AMENDED 

COOPERATIVE  AGREEMENT 
Between  the 

Department  of  the  Army,  Corps  of  Engineers 
and  the 

Department  of  the  Interior,  US.  Fish  and  Wildlife  Service 

This  amendment  made  and  entered  into  this day  of , 

2001,  between  the  Department  of  the  Army  through  the  Corps  of  Engineers,  hereinafter 
referred  to  as  the  Corps,  and  the  Department  of  the  Interior  through  the  U.S.  Fish  and 
Wildlife  Service,  hereinafter  referred  to  as  the  Service,  amends  the  Cooperative 
Agreement  between  the  parties  dated  February  14,  1963; 

WHEREAS  the  United  States  through  the  Corps,  has  acquired  certain  lands  in 
fee  for  the  improvement  of  navigation  in  the  Upper  Mississippi  River  to  provide  a 9-foof 
channel  from  the  Missouri  River  to  Minneapolis,  and  portions  of  the  Illinois  River, 
hereinafter  referred  to  as  the  Navigation  Project,  and 

WHEREAS,  pursuant  to  Section  3 of  the  Fish  and  Wildlife  Coordination  Act  (48 
Slat.  401  as  amended  by  60  Stat  1080  and  72  Stat.  563;  16  U.S.C,  661  etseq,},  lands 
shall  be  made  available  to  the  Service,  consistent  with  navigation  as  the  primary 
purpose  of  the  Project;  for  the  conservation,  maintenance,  and  management  of  fish  and 
wildlife  and  its  habitat.  There  have  been  General  Plans  formulated  for  the  use  of  lands 
and  waters  of  the  Navigation  Project  for  frsh/wildllfe  conservation  and  management  and 
the  same  have  been  approved  by  the  Secretary  of  the  Army,  the  Secretary  of  the 
interior,  end  the  heads  of  the  State  agencies  exercising  administration  over  fish  and 
wildlife  resources  within  the  States  of  Illinois,  Iowa,  Minnesota,  Missouri,  and  Wisconsin. 
Certain  segments  of  the  land  subject  to  this  Amended  Agreement,  as  indicated  in  the 
Genera!  Plan,  may  be  allocated  to  the  States  of  Illinois,  Iowa,  Missouri,  Minnesota,  and 
Wisconsin  for  conservation  management  through  subsequent  agreements  between  the 
Service  and  those  states,  and 
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WHEREAS  the  Corps  cannot  abrogate  its  stewardship  role  for  the  conservation, 
maintenance,  and  management  offish  and  wildlife  and  its  associated  habitats  as 
required  by  subsequent  legislation  such  as,  but  not  limited  to  the  National 
Environmental  Policy  Act,  Comprehensive  Environmental  Response,  Compensation 
and  Liability  Act,  the  Forest  Cover  Act,  the  Historic  Preservation  Act,  and  as  directed  by 
Agency  policy,  guidance  and  regulations  for  the  Corps'  stewardship  role  for  the 
conservation,  maintenance,  and  management  of  these  natural  resources,  and 


WHEREAS  the  Corps  and  the  Service  shall  continue  to  foster  and  maintain 
partnerships  through  specific  regional  working  groups  for  addressing  Navigation  project 
issues  that  impact  the  conservation,  maintenance  and  management  of  fish/wildlife 
resources  specific  to  the  lands  addressed  by  the  Amended  Agreement. 


Now  therefore,  in  accordance  with  the  aforesaid  Section  3 of  the  Fish  and 
Wildlife  Coordination  Act  and  the  aforesaid  General  Plans,  the  Corps  and  Service 
hereby  amend  the  Cooperative  Agreement  of  February  14,  1963. 

The  Corps  pursuant  to  the  language  of  the  third  paragraph  of  the  first  page  of  this 
amendment  hereby  makes  available  to  the  Service  the  land  and  water  areas  of  the 
Navigation  Project  substantially  as  identified  on  the  exhibits  attached  to  the  General 
Plans  referred  to  above,  and  by  reference  made  a part  hereof,  for  the  conservation, 
maintenance,  and  management  of  fish/wildlife  resources  thereof,  and  its  habitat 
thereon,  in  connection  with  the  national  migratory  bird  management  and  other 
fish/wildlife  species  programs  in  accordance  with  said  General  Plans.  The  Service  shall 
manage  these  lands  consistent  with  the  National  Wildlife  Refuge  System.  This 
Amendment  to  the  Cooperative  Agreement  of  February  14,  1963  shall  be  subject  to  the 
provisions  and  conditions  of  the  said  General  Plans  and  to  the  following  additional 
conditions: 


Paragraph  1 of  the  Cooperative  Agreement  is  amended  to  read: 
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1 . The  Corps  reserves  all  rights  in  and  to  the  lands  above  described,  which  are 
not  herein  specifically  granted,  including,  but  not  limited  to,  the  operation  and 
maintenance  of  the  Navigation  Project  for  its  primary  purpose  of  navigation.  The  Corps 
agrees  that  in  fulfilling  this  primary  purpose  and  other  stewardship  roles,  as  required  by 
law  and  defined  within  Corps  policies  and  regulations,  that  operation  and  maintenance 
activities  will  be  carried  out  in  accordance  with  current  approved  documents  such  as 
Master  Plans,  Operational  Management  Plans  and  Channel  Maintenance  Plans,  and 
any  future  agency  directive  or  legal  requirement  specific  to  the  continued  operation  and 
maintenance  of  the  Navigation  Project. 

Paragraph  2 of  the  Cooperative  Agreement  Is  amended  to  read: 

2.  The  use  and  occupation  of  the  said  premises  shall  be  without  cost  or  expense 
to  the  Corps,  under  the  genera!  supervision  of  the  Division  Engineer,  U.S.  Army 
Division,  Mississippi  Valley  Division,  Vicksburg,  Mississippi,  heroin  after  referred  to  as 
the  "Division  Engineer,"  and  subject  also  to  such  rules  and  regulations  in  the  interest  of 
navigation  and  flood  control  as  the  Corps  may  from  time  to  time  prescribe. 

Paragraph  3 of  the  Cooperative  Agreement  is  amended  to  read: 

3.  Any  damage  to  the  property  above  described  which  results  as  an  incident  to 
the  exercise  of  the  privileges  herein  granted,  shall  be  promptly  corrected  by  the  Service 
to  the  satisfaction  of  the  Division  Engineer  The  Service  will  post  appropriate  project 
boundary  lines,  while  the  Corps  will  provide  survey  data*  to  the  extent  that  it  is  available, 
for  this  purpose.  The  Service  shall  also  take  appropriate  action  to  prevent  and  resolve 
minor  trespass  or  unauthorized  use  of  said  property.  The  Service  shall  immediately 
report  instances  of  unauthorized  land  use  or  serious  trespass  to  the  appropriate  Corps 
Project  Office,  The  Corps  and  Service  shall  coordinate  enforcement  efforts  or  legal 
actions  taken  against  those  responsible. 


Ocotober  2016  - DRAFT  Upper  Mississippi  Conservation  Area  Management  Plan  *!*  Page  26 


Paragraph  4 of  the  Cooperative  Agreement  is  amended  to  read; 

4,  The  exercise  of  the  privileges  granted  shall  in  no  way  interfere  with  navigation 
and  shad  be  subject  at  all  limes,  without  approval  of  the  Service,  to  the  occupation  and 
use  by  the  public  for  specific  and  related  Navigation  Project  purposes  and  by  the  Corps 
for  navigation,  flood  control,  and  all  other  Navigation  Project  related  purposes,  including, 
but  not  limited  to,  change  in  water  surface  elevations,  dredging  and  placement  of 
dredged  material  there  from,  and  construction  of  training  works,  bank  protection,  and 
navigation  aids. 

Paragraph  5 of  the  Cooperative  Agreement  is  deleted. 

Paragraph  6 of  the  Cooperative  Agreement  is  deleted. 


Paragraph  7 of  the  Cooperative  Agreement  is  amended  to  read: 

7.  it  is  understood  that  the  privileges  hereby  granted  do  not  preclude  the 
necessity  of  obtaining  from  the  Corps  permits  for  work  and  structures  in,  under  or  over 
navigable  waters  as  may  be  required  under  the  provisions  of  Section  404  of  the  Clean 
Water  Act  of  1977,  or  Section  10  of  the  Rivers  and  Harbors  Act  of  1899,  as  amended, 

Paragraph  8 of  the  Cooperative  Agreement  is  amended  to  read; 

8.  No  significant  additions  to  or  alterations  of  the  premises,  such  as  buildings, 
bridges,  pump  stations,  roads,  etc.,  shall  be  made  by  the  Service  without  prior  written 
consent  of  the  appropriate  District  Engineer  unless  included  in  the  Refuge 
Comprehensive  Conservation  Plan  approved  by  the  agencies, 

Paragraph  9 of  the  Cooperative  Agreement  is  amended  to  read: 

9.  in  accordance  with  the  aforesaid  General  Plans,  authority  to  administer  the 
lands  and  waters  covered  by  this  agreement  may  be  delegated  to  the  heads  of  the 
State  agencies  exercising  administration  over  the  wiidlife  resources  of  the  aforesaid 
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States  by  cooperative  agreements  entered  into  pursuant  to  the  provisions  of  Sections  1 
and  4 of  the  said  Fish  and  Wildlife  Coordination  Act.  Copies  of  each  such  agreement, 
revisions,  or  amendments  shall  be  furnished  to  the  Division  and  District  Engineers, 
respectively,  promptly  upon  execution. 

Paragraph  10  of  the  Cooperative  Agreement  is  amended  to  read: 

10.  In  development  of  lands  described  for  public  and  agency  use,  as  identified 
on  the  exhibits  attached  to  the  general  plans  referenced  above,  the  Corps  may  in 
accordance  with  approved  management  plans  and  other  appropriate  agency 
documents,  develop  public  use  facilities  or  issue  leases,  licenses,  and  easements  for 
the  same  purpose,  issue  special  use  licenses  authorizing  non-exclusive  private  uses 
which  do  not  interfere  with  public  use  of  areas  involved,  maintain  and  construct  access 
roads,  and  issue  outgrants.  As  appropriate,  these  actions  will  be  coordinated  with  the 
Service  and  appropriate  States  to  insure  agency  involvement  and  input  into  the  Corps 
processes  for  implementation  of  these  actions.  During  the  development  and 
implementation  of  these  actions,  the  Service  and  States  will  be  given  the  opportunity  to 
provide  recommendations  regarding  perceived  impacts  of  the  actions  on  the  lands  and 
waters  defined  by  this  amended  agreement.  The  instruments  provided  for  in  this 
condition  shall  be  issued  only  by  the  Corps  and  shall  contain  appropriate  provisions 
prescribed  by  the  Service  regarding  fish/wildlife  management,  including  the  continuing 
rights  of  the  Service  to  post  and  patrol  to  enforce  hunting  regulations;  however,  the 
Service  shall  not  have  the  right  to  deny  access  to  or  use  of  planned  and  developed, 
Corps-managed  public  use  areas.  Any  planned  developments  for  public  and  agency 
use  shall  address  appropriate  provisions  prescribed  by  the  Service  regarding 
fish/wildlife  management 

Paragraph  1 1 of  the  Cooperative  Agreement  is  deleted. 

Paragraph  12  of  the  Cooperative  Agreement  is  deleted. 


Paragraph  13  of  the  Cooperative  Agreement  is  amended  to  read: 
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13,  The  use  of  all  agricultural  treatments  on  lands  covered  hereunder  shall  be  in 
compliance  with  laws,  rules,  and  regulations  administered  by  the  Department  of 
Agriculture  and  applicable  to  this  type  of  land;  provided  that  no  part  of  the  foregoing 
shaft  be  construed  as  prohibiting  the  use  of  sharecrop  agreements.  All  agricultural 
crops  accruing  to  the  Service  or  the  pertinent  States  shall  be  used  exclusively  for 
wildlife,  or  wildlife  habitat  management  purposes  on  the  described  lands,  and  for  no 
other  purpose.  In  the  event  that  ail  the  yield  thus  made  available  for  wildlife  or  habitat 
management  is  not  used  for  that  purpose,  the  Service  or  the  States  shall,  in  order  to 
avoid  waste,  sell  for  cash  the  remainder  thereof  in  such  a manner  as  to  protect  the 
public  interest.  Pursuant  to  Section  4 of  the  Act  of  Congress  approved  22  December 
1944r  as  amended  (76  Stat  1195;  16  U,S.C,  46Gd),  all  proceeds  from  the  disposal  of 
surplus  production  may  be  used  by  the  Service  or  States  in  the  development, 
conservation,  management,  and  utilization  of  such  lands;  provided,  that  any  balance  of 
proceeds,  not  so  utilized  shall  be  paid  to  the  Division  Engineer  at  five-year  intervals.  In 
connection  therewith,  the  Service  shall  establish  and  maintain  adequate  accounts  and 
render  statement  of  receipts  and  expenditures  to  the  Division  and  District  Engineers  in 
an  annual  report  that  wifi  be  furnished  not  later  than  30  calendar  days  prior  to  the 
scheduled  annual  meeting. 

Paragraph  14  of  the  Cooperative  Agreement  is  amended  to  read: 

14,  The  Servipe  shafl  administer  and  maintain  the  premises  made  available  for 
wildlife  conservation  and  management  in  accordance  with  current  approved 
management  plans  for  both  agencies.  An  annual  coordination  meeting  shall  be 
organized  by  the  Service  each  year  on  or  before  April  1 with  eactrof  the  three  Corps 
Districts  (Si  Louis,  Rock  Island,  and  SL  Paul)  and  the  states  managing  General  Plan 
lands  subject  to  this  Agreement  (Illinois,  Iowa,  and  Missouri),  The  contents  of  the 
meeting  shall  include  information  specific  to  any  changes  and  activities  during  the 
previous  calendar  year  and  information  concerning  proposed  future  projects.  Issues 
covered  shall  include,  but  not  be  limited  to,  those  management  issues  listed  below: 
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(a)  Boundary  Management  problems,  including  actions  to  address  trespass  or 
unauthorized  usos; 

(b)  Report  of  competed  construction  and  improvements,  including  project  coals; 

(c)  Report  of  planned  future  construction,  as  approved  in  existing  management 

plans; 

(d)  Report  of  conceived  changes  Jn  management  Mrategy; 

(e)  Cropland  acreage  uhlized;  amount  of  crop  that  was  deemed  excess  to 
wildlife  management  needs  including  amount  or  receipts  for  sale  of  such  crops;  and 
amount  and  nature  of  expenditures  derived  from  surplus  crop  funds; 

(f)  The  Service  liaison  for  the  Agreement  will  consolidate  a concise  written 
annual  report  from  the  material  presented  at  the  meeting  far  submission  to  the  Carps; 

Paragraph  15  of  the  Cooperative  Agreement  Is  amended  to  read: 

1 5,  Thfs  agreement  may  ho  suspended  or  revoked  at  I he  discretion  of  the 
Department  of  the  Army  in  case  of  national  emergency  or  disaster  declared  by  Ihe 
President  of  the  United  Slates.  In  the  event  that  problems  are  identified  in  compliance 
wrth  any  of  the  forms  and  conditions  of  this  agreement,  the  fallowing  dispute  resolution 
procedures  wflN  be  fallowed: 

(a)  Service  Refuge  Managers  and  Corps  District  Operations  Managers  wifi  meei 
to  discuss  the  pertinent  Issue  and  seek  resolution; 

(b)  in  the  event  that  informal  efforts  to  resolve  the  issue  at  Ihe  field  revel  are  not 
successful,  the  appropriate  Service  Assistant  Regional  Director  w^n  meet  wilh  the 
appropriate  District  Engineer  to  seek  written  resolution;  and 
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{c}  Finally,  if  the  matter  remains  unresolved,  it  will  be  referred  to  the  Division 
Engineer  whose  decision  will  be  final. 


Paragraph  16  of  the  Cooperative  Agreement  is  amended  to  read; 

16*  This  agreement  may  be  relinquished  by  the  Service  at  any  time  by  giving  to 
the  Division  Engineer  at  least  one-year's  notice  in  writing. 

Paragraph  17  of  the  Cooperative  Agreement  is  amended  to  read; 

17.  If  this  agreement  is  relinquished  or  revoked  as  provided  above,  the  Service 
shall  vacate  the  premises,  remove  all  property  of  the  Service  there  from,  and  subject  to 
the  availability  of  funds,  restore  the  premises  to  a condition  satisfactory  to  the  Division 
Engineer,  ordinary  wear  and  tear  aRd  damages  beyond  the  control  of  the  Service 
excepted,  within  such  time  as  the  Secretary  of  the  Army  may  designate. 

Paragraph  18  of  the  Cooperative  Agreement  is  deleted. 

The  following  paragraph  is  added  to  the  Cooperative  Agreement : 

19,  The  Corps  retains  responsibility  to  provide  protection  of  forest  or  other 
vegetative  cover  on  reservoir  areas,  including  navigation  projects,  in  compliance  with 
P.L  86-717,  the  Forest  Cover  Act,  and  to  establish  and  maintain  other  conservation 
measures  on  these  areas.  Corps  management  programs  are  to  promote  future 
resources  and  to  increase  the  value  of  such  areas  for  conservation,  recreation,  and 
other  beneficial  uses,  provided  that  management  is  compatible  with  other  uses  of  the 
project.  The  development  of  plans  or  other  natural  resource  management  activities  will 
be  coordinated  with  the  Service  for  input  and  review  of  impacts  of  proposed  actions  on 
wildlife  management  use  of  the  project.  The  Service  will  identify  forest  habitat  goals 
and  objectives  in  Refuge  Comprehensive  Conservation  Plans  to  provide  guidance  to  the 
Corps  In  this  partnership  effort.  Revenue  from  sale  of  any  timber  in  conjunction  with  the 
Forest  Cover  Act  Program  shall  be  credited  to  the  Corps. 
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The  following  paragraph  is  added  to  the  Cooperative  Agreement : 

20.  The  Corps  retains  the  right  to  use  and/or  improve  existing  roads  as  a means 
of  ingress  and  egress  to  and  from  the  Mississippi  River  and  to  any  areas  that  the  Corps 
administers. 


L~^  t Q f 

(Date) 


7/?  r/of 

(Date) 


// 

By  ed Win" jTawj o l dTj  r.  2 
BrigadienGeneraJ,  U.r  S Army 
Division  Engineer 
Mississippi  VaJfey  Division 

£-  Moriarty 

By  Wt 

Regional  Director,  Region  3 
U>S.  Fish  And  Wildlife  Service 
Department  of  the  Interior 
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Appendix  2:  General  Plans  Cooperative  Agreement  between  the  USFWS  and  the  Missouri 
Conservation  Commission 


AMENDED  COOPERATIVE  AGREEMENT 
For  Management  of  Corps  General  Plan  Lands 
Between  the 

Department  of  the  Interior , U,S,  Fish  and  Wildlife  Service 
and  the 

Missouri  Conservation  Commission 


This  agreement,  effective  on  the  date  of  last  signature,  between  the 
Department  of  the  Interior  through  the  LLS.  Fish  and  Wildlife  Service,  hereinafter 
referred  to  as  the  "Service",  and  the  Missouri  Conservation  Com  mission, 
hereinafter  referred  to  as  the  "State",  replaces  the  Cooperative  Agreement 
between  the  parties  dated  5 May,  1954,  and  last  amended  10  October,  1987; 

WHEREAS  the  United  States  through  the  Corps  of  Engineers  within  the 
Department  of  the  Army,  herein  referred  to  as  the  “Corps*1,  has  acquired  certain 
lands  in  fee  for  the  improvement  of  navigation  in  the  Upper  Mississippi  River  to 
provide  a 9-foot  channel  from  the  Missouri  River  to  Minneapolis,  and  portions  of 
the  Illinois  River,  hereinafter  referred  to  as  the  “Navigation  Project",  and 

WHEREAS,  pursuant  to  Section  3 of  the  Fish  and  Wildlife  Coordination 
Act  (48  Stat.  401  as  amended  by  60  St  at.  1080  and  72  Stat.  563;  16  US,  C.  661 
et  seq.)  certain  Corps  owned  lands  have  been  made  available  to  the  Service, 
consistent  with  navigation  as  the  primary  purpose  of  the  Project,  for  the 
conservation,  maintenance  and  management  of  habitat  in  support  of  the  National 
Migratory  Bird  management  program,  as  well  as  other  fish  and  wildlife  objectives. 
There  have  been  General  Plans  (GP)  formulated  for  the  use  of  lands  and  waters 
of  the  Navigation  Project  for  fish/wild  fife  conservation  and  management  and  the 
same  have  been  approved  by  the  Secretary  of  the  Army,  the  Secretary  of  the 
Interior,  and  the  Directors  of  the  State  agencies  exercising  administration  over 
wildlife  resources  within  the  5 Project  states,  and 


1 
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WHEREAS,  pursuant  to  the  provisions  of  the  General  Plan  a Cooperative 
Agreement  exists  between  the  Corps  and  the  Service,  as  revised  31  July,  2001, 
for  the  management  of  GP  Sands  (attached).  Additionally,  the  Agreement 
provides  authority  to  be  delegated  to  the  head  of  the  State  agency  exercising 
administration  over  wildlife  and  wildlife  resources,  by  subsequent  cooperative 
agreement  (FWS/State),  administration  of  designated  GP  lands  and  waters, 
pursuant  to  the  provisions  of  Sections  1 and  4 of  the  said  Fish  and  Wildlife 
Coordination  Act. 

WHEREAS,  the  Missouri  Conservation  Commission  and  the  Missouri 
Department  of  Conservation  were  established  by  the  Missouri  Constitution  under 
Article  IV,  Section  40(a)  through  42,  and  arc  responsible  for  the  control, 
management,  restoration,  conservation  and  regulation  of  the  bird,  fish,  game, 
forestry  and  all  wildlife  resources  of  the  state;  and 

WHEREAS,  the  Service  administers  the  National  Wildlife  Refuge  System 
(Refuge  System),  with  a mission,  "to  administer  a national  network  of  lands  and 
waters  for  the  conservation,  management  and  where  appropriate,  restoration  of 
the  fish,  wildlife,  and  plant  resources  and  their  habitats  within  the  United  States 
for  the  benefit  of  present  and  future  generations  of  Americans",  and 

WHEREAS,  the  mission  of  the  Missouri  Conservation  Commission  is  "To 
protect  and  manage  the  fish,  forest  and  wildlife  resources  of  the  state;  to  serve 
the  public  and  facilitate  their  participation  in  resource  management  activities;  and 
to  provide  opportunity  for  ail  citizens  to  use,  enjoy  and  learn  about  fish,  forest  and 
wildlife  resources  ",  and 

NOW  THEREFORE,  in  accordance  with  the  Fish  and  Wildlife  Coordination 
Act  and  the  aforesaid  General  Plans,  the  Service  hereby  makes  available  to  the 
State  the  land  and  water  areas  of  the  Navigation  Project  identified  on  the  exhibits 
for  the  General  Plans  referred  to  above,  as  may  be  amended  or  delineated  in 
Corps  Master  Plans,  Land  Use  Allocation  Plans,  or  Operational  Management 

Plans,  for  the  conservation,  maintenance,  and  management  of  fish/wiidlife 

2 
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resources  thereof,  and  its  habitat  thereon,  in  connection  with  national  migratory 
bird  management  and  other  fJsh/Wildlife  programs,  pursuant  to  provisions 
contained  in  this  Agreement,  the  attached  Corps/Servfce  Agreement,  and  said 
General  Plans. 

The  Slate  agrees  to  manage  these  Corps  fee  title  lands  under  the  “Coordination 
Area1 11  designation  of  the  National  Wildlife  Refuge  System  and  they  are  therefore 
not  subject  to  Service  administrative  and  policy  standards  required  of  Service 
managed  Refuge  units,  such  as  the  compatibility  policy.  However,  as  a part  of 
the  Refuge  System,  these  State  administered  lands  are  intended  to  contribute  to 
the  Refuge  System  mission.  The  Service  does  retain  the  authority  to  temporarily 
dose  migratory  hunting  on  the  lands  and  waters  subject  to  this  agreement,  if  so 
compelled  by  emergency  (such  as  chemical  spill),  flyway  population 
management  concerns  or  quotas; 

The  Corps,  Service,  and  the  State  shall  continue  to  represent  agency  positions 
and  discharge  responsibilities  related  to  other  Mississippi  River  System  issues 
independently,  and  not  constrained  by  this  Agreement.  Both  the  Service  and 
State  will  continue  to  foster  and  maintain  partnerships  with  the  Corps  through 
specific  regional  working  groups  for  addressing  Navigation  project  issues  that 
impact  the  conservation,  maintenance  and  management  of  ftsh/wifdlife  resources 
throughout  the  entire  Upper  Mississippi  River  System. 

The  authority  to  operate  State  wildlife  habitat  operations  and  public  use 
management  programs  on  lands  under  this  agreement  shall  be  derived  from  the 
State,  consistent  with  the  General  Plan,  Corps  regulations  contained  in  CPR  36, 
and  the  specific  conditions  fisted  below: 

1)  The  Corps  reserves  ail  rights  to  the  lands  subject  to  this  Agreement,  which 
are  not  herein  specifically  granted.  The  exercise  of  the  privileges  granted  shall  in 
no  way  interfere  with  navigation  and  shall  be  subject  at  all  times  to  the 
occupation  and  use  by  the  public  for  specific  and  related  Navigation  Project 

purposes  and  by  the  Corps  for  navigation,  flood  control,  and  all  other  Navigation 
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project  related  purposes,  including,  but  not  limited  to,  change  in  water  surface 
elevations,  dredging  and  placement  of  dredged  material  there  from,  and 
construction  of  training  works,  bank  protections,  and  navigation  aids.  The  Corps 
retains  the  right  to  use  and  improve  existing  roads  to  and  from  the  Mississippi 
River  or  to  other  areas  they  administer. 

2}  No  significant  additions  to  or  alterations,  such  as  buildings,  bridges,  pump 
stations,  roads,  etc.,  shall  be  made  by  the  State  without  prior  written  consent  of 
the  appropriate  District  Engineer,  coordinated  through  the  Service.  The  use, 
occupation,  operations  and  maintenance  of  these  lands  shall  be  without  cost  or 
expense  to  the  Service  or  Corps.  Any  damage  to  the  property  which  results  from 
the  exercise  of  the  privileges  granted  shall  be  promptly  corrected  by  the  State, 
and  as  approved  by  the  Corps. 

3)  it  is  understood  that  this  Agreement  does  not  preclude  the  necessity  of 
obtaining  required  Corps  permits  for  management  projects  or  structures,  such  as 
Section  404  of  the  Clean  Wafer  Act,  or  Section  10  of  the  Rivers  and  Harbors  Act. 

4)  The  State  may  post  appropriate  management  area  boundary  lines  for  lands 
designated  in  this  Agreement  at  its  discretion  for  site  management  or 
enforcement  purposes.  The  Corps,  or  Service,  will  provide  updated  survey  data, 
preferably  in  electronic  format,  for  this  purpose  to  the  extent  that  it  is  available. 
The  State  shall  take  appropriate  action  to  prevent  and  resolve  minor  trespass  or 
unauthorized  use  of  the  property.  The  State  shall  immediately  report  instances 
of  unauthorized  land  use  or  serious  trespass  to  the  Service,  which  will  involve  the 
appropriate  Corps  Project  Office.  The  State,  Service,  and  Corps  shall  coordinate 
enforcement  efforts  or  legal  actions  taken  against  those  responsible. 

5)  The  use  of  agricultural  treatments  and  share  crop  agreements  on  lands 
covered  hereunder  shall  ensure  that  crops  accruing  to  the  State  are  used 
exclusively  for  wildlife,  or  wildlife  habitat  management  purposes  on  the  described 
lands,  and  for  no  other  purpose.  In  the  event  that  all  the  yield  thus  made 

available  for  wildlife  or  habitat  management  is  not  used  for  that  purpose,  the 
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State  shall,  rn  order  to  avoid  waste,  sell  for  cash  the  remaining  crop,  AH 
proceeds  from  such  disposal  of  surplus  production  may  be  used  by  the  State  in 
the  development,  conservation,  management,  and  utilization  of  these  lands.  In 
connection  with  this  provision,  if  needed,  the  State  shall  establish  and  maintain 
adequate  accounts  and  render  statement  of  receipts  and  expenditures  to  the 
Service  for  distribution  to  Division  and  District  Engineers  in  the  annual 
management  report.  The  Service  and  Corps  may  review  this  program 
periodically  to  ensure  that  cropland  utilization  is  not  consistently  excessive  to 
wildlife  needs,  where  other  appropriate  habitat  types  would  better  meet  the 
Refuge  System  mission, 

6)  The  Corps  retains  responsibility  for  management  of  forest  resources  on  these 
GP  lands.  The  development  of  Corps  forest  management  plans  are  coordinated 
with  the  State  and  Service  for  input  and  review  to  ensure  compatibility,  as 
defined  by  the  Forest  Cover  Act,  with  wildlife  management  use  of  the  project. 

Any  specific  State  or  Service  plans  will  be  considered  in  the  guidance  of  Corps 
forest  management  activities.  Overall,  the  Corps'  forest  management  program 
should  be  viewed  as  a cooperative  component  to  the  State's  day  to  day 
management  of  the  out-granted  General  Plan  area,  Revenue  from  sale  of  any 
timber  in  conjunction  with  the  Forest  Cover  Act  Program  shall  be  credited  to  the 
Corps. 

7)  The  State  Director  shall  designate  a liaison  for  administrative  matters 
pertaining  to  this  agreement  by  way  of  letter  to  the  Service  Regional  Director. 

The  Service  liaison  for  matters  relating  to  this  agreement  is  designated  to  be  the 
Upper  Mississippi  River  System  Refuge  Zone  Supervisor.  The  Service  liaison 
shall  attempt  to  handle  mutual  management  concerns  regarding  lands  subject  to 
this  agreement  at  the  field  level  with  State  Managers/Biologists,  while 
maintaining  coordination  with  the  State  liaison.  The  State  liaison  will  act  as  the 
interagency  point  of  contact  for  issues  that  may  arise  from  provisions  of  this 
agreement,  and  for  other  issues  that  require  a cross-program  response  or 
involvement  on  the  part  of  the  State. 
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8)  The  State  shall  regulate  public  use  activities  on  these  General  Plan  lands  to 
the  extent  necessary  to  protect  their  natural  resources,  consistent  with 
enforcement  of  the"  Wildlife  Code  of  Missouri,  Rules  of  the  Conservation 
Commission”,  State  resource  goals  and  objectives,  Refuge  System  mission  and 
Corps  conservation  responsibilities.  Through  the  yearly  reporting  process,  or  as 
necessary,  the  State  will  supply  the  Service  and  Corps  copies  of  updated  State 
regulations  which  apply  to  these  lands,  subject  to  provisions  herein,  if  there  are 
any  changes*  The  State  is  the  lead  enforcement  agency  for  State  regulations 
pertaining  to  lands  subject  to  this  agreement.  The  Corps  and/or  Sen/ice  may 
assist  with  resource  protection  by  utilizing  applicable  Code  of  Federal 
Regulations  {OFR}  in  instances  where  State  regulations  prove  to  be  inadequate 
to  address  an  issue. 

9}  By  March  1 of  each  year,  the  State  will  provide  the  Service  a brief  written 
summation  of  prior  calendar  year  management  activities  and  relevant  issues. 

This  report  will  also  address  future  plans  for  capital  improvement:  etc.  addressing 
the  above  topics  by  the  scheduled  meeting  date  each  year  Topics  covered  in 
annual  report  shall  include,  but  are  not  limited  to,  management  issues  listed 
below: 

(a)  Boundary  management  problems,  including  actions  to  address 
trespass  or  unauthorized  uses; 

(b)  Report  of  completed  construction  and  improvements,  including 
project  costs; 

(c)  Report  of  planned  future  construction,  as  approved  in  existing 
management  plans,  or  identified  in  new  planning  effort; 

(d)  Report  of  conceived  changes  in  land  management  strategy; 

(e)  Cropland  acreage  utilized;  amount  of  crop  that  was  deemed 
excess  to  wildlife  management  needs  including  amount  of  receipts  for 
sale  of  such  crops;  and  amount  and  nature  of  expenditures  derived 
from  surplus  crop  funds; 

(f)  Any  changes  to  State  and  Federal  regulations  that  pertain  to  these 
lands  and  waters  and  responsibilities  of  each  agency. 
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(g)  Any  problems  or  opportunities  relating  to  General  Plan  land  and 
waters  management  for  interagency  coordination  or  consideration. 

The  Service  liaison  will  consolidate  a concise  written  annual  report  from  this 
submitted  material  for  submission  to  the  Corps.  An  annua!  coordination  meeting 
will  also  be  organized  by  the  Service  each  year  on  or  before  April  1 with  each  of 
the  three  Corps  District  (St.  Louis,  Rock  Island,  and  St.  Paul)  and  the  States 
managing  General  Plan  lands  (Illinois,  Iowa,  and  Missouri).  The  agenda  of  the 
meeting  shall  include  information  specific  to  any  changes  and  activities  during 
the  previous  calendar  year  and  information  concerning  proposed  future  projects. 

10)  This  agreement  may  be  relinquished  by  the  State  at  any  time  by  giving  the 
Service  at  least  one-year’s  notice  in  writing,  unless  a shorter  notice  period  is 
mutually  agreed  upon. 

11)  In  the  event  that  problems  are  identified  in  compliance  with  any  of  the  terms 
and  conditions  of  this  agreement,  the  following  dispute  resolution  procedures  will 
be  followed: 

(a)  State  liaison  will  meet  with  Service  liaison  to  discuss  the  matter  and 
attempt  to  resolve  the  matter  at  the  lowest  administrative  level. 

(b)  If  the  above  step  is  unsuccessful  the  State  liaison,  Service  Liaison  and 
Corps  District  Operation  Managers  will  meet  to  discuss  the  pertinent  issue  and 
seek  resolution; 

(c)  In  the  event  that  informal  efforts  to  resolve  the  issue  at  the  field  level 
are  not  successful,  the  State  Wildlife  Division  Chief  and  the  Service  Regional 
Refuge  Chief  will  meet  with  the  appropriate  District  Engineer  to  seek  written 
resolution;  and 

(d)  Finally,  if  the  matter  remains  unresolved,  it  will  be  referred  to  the 
Corps  Division  Engineer  whose  decision  will  be  final. 


13)  The  State  agrees  to  confer  with  the  Service  on  any  application  for  an 
instrument  granting  permanent  rights-of-way  for  roads,  telephone  lines,  power 

lines,  and  other  similar  uses  over,  across,  in  and  upon  the  above  described 
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lands.  During  such  conferral  the  State  will  indicate  its  recommendation  as  to  the 
application,  with  a statement  that  such  proposed  uses  will  or  will  not  interfere  with 
the  purposes  for  which  these  lands  are  made  available  to  the  State.  No  entry  will 
be  allowed  by  the  State  on  such  lands  for  these  purposes  until  the  State  receives 
notice  that  permission  is  granted.  If  applications  for  such  permanent  rights-of- 
way  are  received  firsthand  by  the  Corps  Division  Engineer  or  the  Service,  they 
will  be  referred  to  the  State  for  such  recommendation  as  it  may  care  to  make 
relative  to  issuance  of  a permit. 

The  provisions  above  in  this  Service/State  “step-down"  agreement  have  been 
modified  for  readability  from  the  list  of  conditions  which  pertain  to  all  GP  lands,  as 
detailed  in  the  Cooperative  Agreement  between  the  Corps  and  the  Service.  If  any 
clarifications  in  Agreement  provisions  are  required,  the  source  Agreement  should 
be  utilized. 


Director 

Missouri  Department  of  Conservation 


approver  as  to  form  onlv 
Gt  NLf  iACOOUNS(fr~ 


Regional  Director,  Region  3 
U,S.  Fish  and  Wildlife  Service 
Department  of  the  Interior 


3 -a a 
(Date) 
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To  submit  a comment  on  this  document, 
click  on  the  following  link: 

http://mdc.mo.gov/node/19221  ?ap=6131 


